EA180.23 Defibrillator Fund 


The Department for Health £1 million Defibrillator Fund Now Open 

Applications are now open for the £1 million Defibrillator Community Automated External 
Defibrillators (AED) fund. The Department for Health and Social Care has launched this initiative to 
help fund public accessible defibrillators. The fund will provide 2,000 new public access defibrillators 
for communities across England. Anyone can apply. The deadline for applications for the 100 fully 
funded public access defibrillators is midnight on Friday (20 October). The remaining 1,900 units will 
receive match funding of £750. If anyone in your patch is interested, they can apply at 
www.defibgrant.co.uk 
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